&&® Audi A4 Wiring Diagram No. 61/1 


Data Link Connector (DLC) 
From November 2004 


Notes: 
Information for 
@ Relay and fuse arrangements 


@ Connector arrangements 
@ Control Modules and Relays 
Ground connections 


= Component Locations! 
Information for 
@ Troubleshooting Procedures 


=> Guided Fault Finding using VAS 5051/502 
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Data Link Connector (DLC) 


D 
5285, 
$12 
$231 
T16 


T32a 


135 ) 


Ignition/Starter Switch 
Instrument Cluster Control Module 

Fuse (on fuse/relay panel 

Fuse (on fuse panel) 

16-Pin Connector, black, Data Link Connector (DLC), under instrument 
panel, left 

32-Pin Connector, green, on instrument panel insert 


Ground connection -2-, in instrument panel wiring hamess 


Threaded connection -2- (30), on the relay plate 


Plus connection (15), in instrument panel wiring harness 


Plus connection (30), in instrument panel wiring harness 


) Plus connection -2- (30), in instrument panel wiring harness 


Connector (15a, fuse 231), in instrument panel wiring harness 


) Wire connection (K-diagnosis wire), in instrument panel wiring harness 


) Connection - High-Bus (in instrument panel wiring harness) 


Connection - Low-Bus (in instrument panel wiring harness) 


Wire connection (L), in instrument panel wiring harness 
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